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Message Text 


UNCLASSIFIED 

PAGE 01 MONTER 00287 301702Z 
67 

ACTION ARA-10 

INFO OCT-01 ISO-OO EB-05 RSC-01 DRC-01 /018W 

088476 

R 301630Z MAY 74 
FM AMCONSUL MONTERREY 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 1223 

UNCLAS MONTERREY 0287 

E.O. 11652: N/A 
TAGS: BGEN, MX 

SUBJ: BOILERS, TRANSFORMERS FOR CYDSA 
REF: MONTERREY UNCLASSIFIED (TO NO. 85) 

% POST HAS SENT TRADE OPPORTUNITY TELEGRAM (SEE REF) FOR 
PURCHASE OF THREE BOILERS AND THREE TRANSFORMERS FOR MEXICAN FIRM 
CELULOSA Y DERIVADOS, S.A. (CYDSA). ONE BOILER. CAPACITY 120,000 
LBS. /HR., 450 PSI, ESTIMATED VALUE US 120,000. TWO BOILERS, 

CAPACITY 150,000 LBS./HR., 450 PSI, ESTIMATED VALUE US 320,000 EACH. 

ALL BOILERS WATER TUBE TYPE. ONE ELECTRIC TRANSFORMER OF 20,000 KVA, 

TWO OF 25,000 KVA, ESTIMATED VALUE US 100,000 EACH. ALL TRANSFORMERS 
THREE-PHASE, SELF-COOLED. 

2. ACTION REQUESTED: POST REQUESTS THAT SPECIAL EFFORT BE MADE TO 
CONTACT LIKELY US SUPPLIERS, DUE TO LARGE SIZE OF ORDER. AS SUCH 
EQUIPMENT IS NORMALLY CUSTOM DESIGNED, TIME IS IMPORTANT CONSIDERATION 

IN CHOOSING SUPPLIER. ALSO, REQUEST NOTE THAT IN REF TRADE OPP 
SMALLER BOILER IS MIS-IDENTIFIED AS 150,000 LBS./HR. CAPACITY. 

DOBYNS 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 30 MAY 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974MONTER00287 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7401 36-1 056 
From: MONTERREY 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t1974058/aaaaagcj.tel 

Line Count: 47 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION ARA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 

Previous Classification: n/a 

Previous Handling Restrictions: n/a 

Reference: MONTERREY UNCLASSIFIED (TO NO. 85) 

Review Action: RELEASED, APPROVED 
Review Authority: WorrelSW 
Review Comment: n/a 
Review Content Flags: 

Review Date: 06 NOV 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <06 NOV 2002 by MorefiRH>; APPROVED <08 JAN 2003 by WorrelSW> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: BOILERS, TRANSFORMERS FOR CYDSA 
TAGS: BGEN, MX 
To: COM 
Type: TE 
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